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Stringer Bros. Co., inc. 


Chicago, III. 


Warehouses: Gadsden, Ala.—Chicago, Ill. 


General Offices—1100 West 38th Street 


Factories- Gadsden, Ala. 


Stringer Soil Pipe (Expan-Hub), Staple Soil Pipe Fittings and Specialties 





Fittings for Screw Pipe 


Cleanout Fittings 


Fig. 705 


Soil-Pipe (Expan-Hub) 
furnished with Special 
Gasket for Expansion 



A Fitting for Every Job 



Staple Soil Pipe Fittings 
Expansion 
Battery- 
Base Stack 
Cleanout 
Special 


For Soil Pipe Stacks 
Screw 


Fig. 1030 
Staple 
Fittings 


Hub Drainage 
Fittings 


Hub Drainage 

Boiler Stands and Ice Box Drains 
Closet Bends and Drum Traps 

Fittings illustrated above are only a few of the hundreds of items manufactured by us 
Full information furnished on request—Write us—Stringer Bros. Co., Inc., 1100 West 38th Street, Chicago, Ill. 



American Pipe Tool Company 


Harrison Street and Kolmar Avenue 


Chicago, Illinois 


Amexcel Solid and Adjust¬ 
able Stocks and Dies—In 
Sets 


Solid Stock 
and Dies 



American Bit 
Brace Pipe 
Reamer 

List price, ea... .$1.40 


Adjustable 
Stock 
and Die 


Solid 

Description 

Adjustable 

Size 

No. 

Wt. 

Lbs. 

List 

Price 

Size 

No. 

Wt. 

Lbs. 

List 

Price 

1 

10 

$7.50 

Stock Complete with 3 dies and guides 

2 

10 

$8.50 

1 

12 

9.00 

Stock Complete with 4 dies and guides 

2 

11 

10.25 

1 

14 

10.50 

Stock Complete with 5 dies and guides 

2 

12 

12.00 

1 

16 

12.00 

Stock Complete with 6 dies and guides 

2 

13 

14.00 

2 

21 

13.50 

Stock Complete with 2 dies and guides 

3 

23 

16.00 

2 

24 

14.50 

Stock Complete with 3 dies and guides 

3 

27 

18.00 

2 

27 

17.00 

Stock Complete with 4 dies and guides 

3 

31 

21.00 



‘‘American’' Chain Pipe Vise 
List Prices, Vises and Extra Parts 


No. 

For 

Pipe 

Sizes 

Wt. 

Each 

Lbs. 

Chain 

With 

Screw 

Screw 

Hdle. 

With 

Nut 

Nut 

Vise 

Com¬ 

plete 

1 

M to 2 

4 

$2.50 

$0.80 

$2.20 

$1.40 

$7.00 

2 

H to 4 

10 

4.80 

1.40 

4.20 

2.70 

15.00 

4 

to 8 

32 

12.00 

2.50 

7.00 

4.00 

36.00 



Saunders Type? 
American Pipe Cutters 

Capacity Wt. Price 
Inches Lbs. Complete 

Crown Type No. 

H to 1 .. $ 4.00 

Hto2 .. 6.00 


to 4 


19.00 


1 

H to 1 

3 

$ 3.00 

2 

1 to 2 

6 

4.50 

3 

l]4 to 4 

12 

11.00 

4 

2/^ to 4 

15 

18.00 

5 

4 to 6 

23 

28.00 


Wt. 

Lbs. 


Barnes Type 


Price 

Complete 


H to ^ 
H to 2 
IH to 3 
2H to 4 
4 to 6 
to 8 


3 

4 ^ 

8Hi 

12H 

20 

25 


Complete catalog 
and discount 
sheet sent on re¬ 
quest. 


$ 4.50 
6.00 
10.00 
20.00 
30.00 
40.00 

American Cutter Wheels 

American Knurled and plain cutter wheels can be furnished for all types 
of pipe cutters, prices upon application. 

“American” Hinged Pipe Vises 
(Not Illustrated) List Prices 

No. 00 Vise—Cap. M to 1ins. .$2.50 

No. OVise—Cap. H to 2 ins_ 4.25 

No. 1 Vise—Cap. to 2 ins.. 5.00 
No. 2 Vise—Cap. to 33^ ins.. 7.50 
No. 3 Vise—Cap. to 4H ins. .11.00 
No. 4 Vise—Cap. M to 6 ins_23.50 


American Union Valve or Nipple Wrench 

(Not Illustrated) List Price, Each.$1.50 j 

American Closet Spud Wrench | 

(Not Illustrated) List price. Ea.$1.00 

American Ratchet Handle for Nipple or Radiator 
Spud Wrenches (Not Illustrated) 

List Price, each.$5.00 

American Holding Inner Closet Spud Wrench (Not lllust.) 
List price, each.$1.50 



‘American” Ratchet Pipe 
Reamer 

No. 1—Capacity H to 1^ 
Inches. List price, $5.00. 

No. 2—Capacity M to 3 
Inches. List price $7.50. 

“American” Clamp Pipe Vises 

(Not Illustrated) 

No. 00 Vise—Capacity H to 2 inches. 

List price, ea.$5.00 

No. 11 Vise—Capacity to 2 inches. 

List price ea.$6.50 



Stand complete, no ^ ^ 
legs, no vise... .$12.00 
Stand complete, 
with legs, no vise 13.50 
Stand complete, no 

legs with vise... 15.00 
Stand complete, 

withlegs, and vise 17.00 


TAe Plumbing and Heating Catalog 





















































































































































